﻿According to Bob


Bob said that anytime they tried to replace any part of any of the mechanisms at as for that the device would stop working except for when they would just replace a simple wave guide which basically is nothing more than an empty pipe.


if indeed the emitter just needs to be close to the amplifier in order to function, then maybe there was a connection between the reactor and the amplifiers but not a direct connection between the amplifiers and the emitters.


Bob did say Barry directly that there was no such box in the lab when they were testing the reactor and emitter When he was talking about the Consoles inside the sport model.